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tj^OR shading large buildings of all 
classes, Du Pont Tontine is the 
most practical and economical window 
shade material on the market today. 

It has no starch, clay, glue or flour filler 
to fall out. It does not crack or pin- 
hole because it is impregnated with 
pyroxylin, the same basic material 
which makes the famous Duco Finish 
for automobiles and furniture so 
durable. 

It is waterproof. Neither rain nor 
moisture can spot, wilt or damage it. 

Tontine is also washable. Long after 
other shades have been discarded, 
shades of Tontine are simply taken 
down and scrubbed with soap and 
hot or cold water, and then rehung 
for another season^s service. 

These unusual features assure dura- 
biHty and long wear not found in 
ordinary window shades. Therefore, 
Tontine cuts expensive shade replace- 
ments and upkeep costs while it gives 
added beauty to both the interior 
and exterior of your building. 



E. I. DU Pont de Nemours & Co. 

INCORPORATED 

Newburch, N. Y., U. S. a. 



"The sluulos liavt' hvvn in use over two years and the 
cost of upkeep has been practically nil. We are de- 
lighted with the srlet tion of your material. 

Hospital for Joint Diseases, 
new york city. 



Following;; are some of the Tontine 
equipped hospitals: 



Children's Hospitai, 
Providence Hospital 
Norwich State Hospital 
New Duval County Hospital 
Davis Fischer Sanitarium 
U. S. Veteran Hospital 
Wesley Hospital 
The Baptist Hospital 
University Hospital 
Swedish Hospital 
Detroit Tuberculosis Hospital 
Miss. State Charity Hospital 
St. Mary's Hospital 
Paterson General Hospital 

BiNGHAMTON StATE HoSPITAL 

Brooklyn State Hospital 
Warren County Tuberc. 

Sanitarium 
The Mt. Sinai Hospital 
The New York Polyclinic 

Hospital 
U. S. Veteran Hospital 
McKinley Hospital 
U. S. Veterans* Hospital 
Notre Dame Hospital 
The Orangeburg Hospital 
Battle Mountain Sanitarium 
State Medical College 
Naval Supply Base Hospital 
Walla Walla Valley Hospital 
Charleston General Hospital 
The Ohio Valley General 

Hospital 



Birmingham, Ala. 
Oakland, Calif. 
Norwich, Conn. 
Jacksonville, Fla. 
Atlanta, Ga. 
North Chicago, III. 
Wichita, Kans. 
Louisville, Ky. 
Baltimore, Md. 
Minneapolis, Minn. 
Detroit, Mich. 
Vicksbiirg, Miss. 
St, Louis, Mo. 
Paterson, N. J. 
Binghamton, N. Y. 
Brooklyn, N. Y. 

Glens Falls, N. Y. 
New York City 

New York City 
Chillicothe, Ohio 
Columbus, Ohio 
Philadelphia, Pa. 
Paw tucket, R. L 
Orangeburg, S. C. 
Hot Springs, S. D. 
Galveston, Texas 
Portsmouth, Va. 
Walla Walla, Wash. 
Charleston, W. Va. 

Wheeling, W. Va. 



"For seven years we have used Tontine sliatles in all 
bedrooms, and have hud them washed frequently. 
Moisture does not Imrt tliem partieiihirly service- 
able fur hotel windows." 

Hoi EL Commodore, 

NKW YORK CITY. 



Below are a few of I he many hotels 
usin^ Tontifje: 



Florence Hojel 
The Alexandria Hotel 
The New Willard Hoi kl 
Alba Roi el 

Princess Martha Hoti-l 
Bay View Hotel 
Piedmont Hotel 
The Windermere Hotel 
The Spencer Hotel 
Dempsey Hotel 
Belvidere Hotel 
The Bancroft Hotel 
Webster Hall Hotel 
The Morton Hotei> 

HATTIESBtJRG Ho TEI- 

The Breakers Hotel 

The Alexander Hamilton Hotel 

The Waldorf-Astoria Hotel 

The Hotel Metroi'ole 

The Omstead Hotel 

Park Lane Hotel 

Multnomah Hotel 

The Bellevue-Stratford Hotel 

Lincoln Hotel 

Peabody Hotel 

Adolphus Hotel 

Paso Del Norte Hotel 

The Hotel Kanawha 

Waldo Hotel 

Medford Ho i el 



BiriTiinghani, Ahi. 
Los Angeles, Calif. 
W' ashing ton, D. C. 
Palm Beach, Fla. 
St. Petershtirg, Ma. 
'I'ampa, Fla. 
Atlanta, Ga. 
Chicago, 111. 
Marion, Intl. 
Davenport, la. 
Baltimore, Md. 
Worcester, Mass. 
Detroit, Mich. 
Grand Rapids, Mich. 
Hattiesburg, Miss. 
Atlantic City, N. J. 
Paterson, N. J. 
New York City 
Cincinnati, Ohio 
Cleveland, Ohio 
Toletlo, Ohio 
Portland, Ore. 
Philadelphia, Pa. 
Water town, S. D. 
Memphis, Tenn. 
Dallas, Texas 
El Paso, Texas 
Charleston, W. Va. 
Clarksburg, W. Va. 
Milwatikee, Wise. 



"We have rei)laced tlic old-style painted sliades ..... 
with your waterproof Tontine and have liad no oceasion 
to regret our decision. We recommend the use of Ton- 
tine Sun, wind and rain do not affect it." 

KAHL BLDG,, DAVKNPORT, IOWA 



So7ne Government, public utility buildings and 
religious institutions using Tontine are: 

Congressional Library Washington, D. C, 

Court House Tampa, Fla. 

Post Office Bkdg. Baltimore, Md. 

The Pas.saic Armory Passaic, N. J. 

Supreme Court Bi.dg. Albany, N. Y. 
American Museum of Natural 

History New York City 
New York Police Dept. 

Police Precincts New York City 

Chamber of Commerce Syracuse, N. Y, 
U. S. Government School of 

Fire Bldg. 



The State Capitol Bldg. 
U. S. Navy Yard 
Municipal Bldg. 
The New Florence Public 
Library 

Southern Bell Telephone Co. 
The New Tei-e phone Bldg. 
Pinellas Power & Light Bldg. 
Gas & Electric Co. 
Michigan Bell Telephone Bi-dg, 

The Public Service Corp. Bldg. 
Ohio Cities Telephone Co. 
United (jAs Improvement Co. 
Bldg. 

The Bell Telephone Bldg. 

St. Nicholas High School 
Baptist Theoi-ogical Seminary 
St. Theresa Catholic School 
Sisters of Notre Dame 
St. Bonaventure College 
Cazenovia Seminary 
Notre Dame Convent 
Salvation Army Bldg. 



Fort Sill, Okla. 
Harrisburg, Pa. 
Philadelphia, Pa. 
Sewickley, Pa. 

Florence, S. C. 

Montgomery, Ala. 
Denver, Colo. 
St. Petersburg, Fla. 
Baltimore, Md. 
Detroit and Grand 
Rapids, Mich. 
Newark, N. J. 
New Philadelphia, Ohio 

Philadelphia, Pa. 
Pittsburgh, Philadelphia 
and Harrisburg, Pa. 

Aurora, 111. 
Louisville, Ky. 
Detroit, Mich. 
Grand Rapids, Mich, 
Allegany, N. Y. 
Cazenovia, N. Y, 
Toledo, Ohio 
Pittsburgh, Pa. ' 




A few of the office buildings equipped 

with Tontine are: 

Southern Terminal Bldg. Little Rock, Ark. 

Western Pacific Bldg. Los Angeles, Calif. 

Merchants Exchange Bldg. San Francisco, Calif. 

Medical Dental Arts Bldg. San Francisco, Calif. 

The Patterson Office Bldg. Denver, Colo. 

The Travelers Insurance Co. Hartford, Conn. 

The Evening Star Bldg. Washington, D. C, 

First National Bank Bldg, St. Petersburg, Fla. 
The Illinois Life Insurance 

Bldg. Chicago, 111. 

The Western F^lectric Co. Chicago, 111. 

Fletcher's Trust & Savings Bank Intlianapolis, Ind. > 

Guaranty Bank & Trust Co. Lexington, Ky. 

Standard Oil Bldg. Baltimore, Md. 

Hearst Tower Bldg. Baltimore, Md. 

First National Bank Bldg. New Bedford, Mass. 

The General Motors Bldg. Detroit, Mich. 

and New York City 

S. S. Kresge Co. Bldg. Detroit, Mich. 

Pioneer Office Bldg. St. Paul, Minn. 

The American Radiator Co. Bli>g. New York City 
The National Board of Fire 

Underwriters Bldg. New York City 

Dixie Fire Insurance Bldg. Greensboro, N. C. 

Crowell Publishing Co. Bldg. Springfield, Ohio 

Witherspoon Bldg. Philadelphia, Pa. 

The Union Trust Bldg. Pittsburgh, Pa. 

The Oliver Bldg. Pittsburgh, Pa. 

General Electric Bi.dg. Erie, Pa. 
Independent Life Insurance 

Bldg. Nashville, Tenn. 

The Cotton Exchange Bldg. Houston, Texas 

State & City Bank Bldg. Richmond, Va. 

The Coal Exchange Bldg. Huntington, W. Va. 

Milwaukee Journal Bldg, Milwaukee, Wise. 



"TonLino shades were installed (tn all windows in lliis 
building in 1^21. Most of them are still up and in K'""fi 
condition. Necessary replacements to date amount tn 
less than 2%." 

200 I'ARK AVI NUK. N. V. C ITY 



Some Tontine shaded apart nuniiSy clubs and 
association buildings are shown below: 



Sycamore Couri s 

H ADDON HaI-L ApARTMEN I'S 

The Cook Apartmeni House 
The VVardman (jroup /ii'ARFMENr 

Houses 
g le n mo r e a i' a r i" m e n ts 
The Forsythe Ai'Artmen r.s 
Frederick Aparimenis 
The J. N. Miluer Apartments 
The Charles Apartments 
New Kendrtck Square 

Apartments 
The Morekand Apari ment House 
The Stewart Court Ai'Artmen'i s 
Maple Terrace Apartments 

Elks Club 

Army & Navy \. M. C. A. 
Army & Navy Club 
New Archttects Club 
New Masonic Temi'le 
V. M. C. A. 
New Masonic 'I'EMh'LE 
Y. W. C. A. 
Flks Club 

\ . M. C. a. Carondet Branch 

Y. M. C. A. 

K. OF C. Bldc. 

Y. M. C. A. Bldgs. 

The Westchesier-Biltmore 

Country Club 
American Legion Home 
Shriners Masonic Bldg. 
Y. W. C. A. 



Birmingham, Ala. 
Los Angeles, Calif. 
Denver, Colo. 

Washington, D. C. 
Hollywood, Fla. 
Savannah, Ga. 
Lotiisville, Ky. 
SpringfieUl, Mass. 
Baltimore, Md. 

St. Louis, Mo. 
Clevclantl, Ohio 
Richmontl, Ya. 
Charleston, W. Va. 

Oakland, Calif. 
San Pedro, Calif. 
Washington, D. C. 
Chicago, 111. 
Wichita, Kans. 
New Bedford, Mass. 
Bay City, Mich. 
Detroit, Mich. 
Baltimtjrc, Md. 
St. Louis, Mo. 
Faterson, N. J. 
New York City 
New York City 

Rye-, N. Y. 

Waynesboro, Pa. 
Memphis, Tenn. 
Houston, Texas 



"After throe or four years of use. we arc staiularxiizing 

on Tontine Where we have been usin^ Tontine, 

we have as vet made no replacements and find that these 
shades seem to stand up well asainst rain and storm 
damaur." 

Sin'ERINTENDENT OF SCHOOLS, 
MAMAKONECK, N. Y. 



Some Tontine shaded schools and institutions 
are listed below: 



Board OF Education 

Board of Education 

Board of Education 

Board of Education 

Board of Education 

No rth w e s r e r n II n i v p. r s it y 

Purdue University 

Board of Educa tion 

Board of Education 

E. G. Crosby High School 

Johns Hopkins University 

Board of Educaiion 

Junior High School 

University of Michigan 

Roosevelt High School 

Board of Education 

Board of Education 

Board of Education 

Ho BART College 

Syracuse University 

Board of Education 

Board of Education 

Board of Education 

Ohio State University 

State Normal School 

Board of Education 

St. George's Memorial School 

Board of Education 

Board of Education 



Mobile, Ala. 
New Haven, Conn. 
Wilmington, Del. 
Washington, D. C. 
Jacksonville, Fla. 
Evanston, 111. 
Eafayette, Ind. 
Des Moines^ la. 
Louisville, Ky. 
Belfast, Me. 
Baltimore, Md. 
I^ittsfield, Mass. 
Springfiekl, Mass. 
Ann Arbor, Mich. 
Eansing, Mich. 
Duluthj Minn. 
Trenton, N. J. 
Brooklyn, N. Y. 
(ieneva, N. Y. 
Syractise, N. Y. 
Yonkers, N. Y. 
Charlotte, N. C. 
Cleveland, Ohio 
Columbtis, Ohio 
Ashland, Ore. 
Scran ton, Pa. 
Newport, R. \. 
Eynchburg, Va. 
Huntington, W. Va. 



A-i::j17-A* 



I'rinted in U. 



"After thr 
on Tontine, 
we haw as >' 
sharles stn^n 
riamajic." 



So?72e Tonti 



Board of Educ 
Board of Educ 
Board of Educ 
Board of Educ 
Board of Educ 
Northwestern 
Purdue Univek 
Board of Educ 
Board of Educ 
E. G. Crosbv H 
Johns Hopkins 
Board of Educ. 
Junior High Sc 
University of I 
Roosevelt Htgi 
Board of Educ. 
Board of Educ. 
Board of Educ. 
Ho BART Col LEG 
Syracuse Univi 
Board of Educ. 
Board of Educ. 
Board of Educ. 
Ohio State Uni 
State Normal \ 
Board of Educ. 
St. George's M 
Board of Educ, 
Board of P'duc. 
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.rc standardizing 
ti using Tontine, 
id find tliat these 
rain and storm 

tNT OF Schools, 
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7id institutions 
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anston, 111. 
fayette, Ind. 
;s Moines, la. 
uisville, Ky. 
Ifast, Me. 
Itimore, Md. 
rtsfield, Mass. 
ringfiekl, Mass. 

n Arbor, Mich, 
nsing, Mich. 

duth, Minn. 

en ton, N. J. 

Doklyn, N. Y. 

neva, N. Y. 

racuse, N. Y. 

nkers, N. Y. 

arlotte, N. C. 

jveland, Ohio 

Itimbtis, Ohio 

ihmd. Ore. 

anton, I'a. 

wport, R. I. 

'ichburg, Va. 

ntinyjton, \V. Va. 



A-*J317-A* 



Printed in U. 



